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RWOS,  SAN  MIGUEL  M>«^N  Q(y>sv  ^ 

INTERIOR  OF  SAN  MttiUEL  ^ 

Santa  Fe,  New  Mexicd  87501  r  L. 
San  Miguel  is  the  oldest  church  irji^e  United  States  "^Sj 
dating  from   1610  when  Santa  "if »•  was .^f(^unded.Q: 
This  reredos  or  altar  backdrop  V<os  Suilt' at  thei^j 
request  of  Don  Jose  Antonio  Ortii^^ Res^' 
toration  in  1955  included  the  4ea^Tj?t»»^f^b^'bil 
paintings  that  were  certainly  in  tfie  Oldest  Church 
before  1776.   The  wood  carvings  are  Old 
/fanoj  Spanish 


